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AIR CONDITIONING 


Residential - Commercial - Industrial 


or 


refrigeration 
air conditioning 


Year-Round or Summer 


Engineering Assistance Available For Your 
Air Conditioning Problems 


NEW HAMPSHIRE YORK CO. 
720 Union St. Manchester, N. H. 


Specify 
| YORK HEAT 


for greater 
CUSTOMER SATISFACTION 


Distributed in New England 


by 


HEAT INCORPORATED 


Pine Street Extension, 


Nashua, N. H. 


Call or write for Engineering Assistance 


t2 


NeW ENGLAND INSULATION CO. 


Contractors - Distributors 


ASBESTOS MAGNESIA FIBERGLAS 
KAYLO and CORK PIPE COVERINGS 


ASBESTOS MILLBOARD & PAPER 


Tel. Highlands 5-7800 
839-845 Albany St. Boston 19, Mass. 
ARTHUR E. SWANSON, Manager 


Ditch Boy -THE NAME TO 


GO BUY—FOR EVERY PAINT JOB 


Pirst choice of professional 
inters —first choice with 
iome owners — that's Dutch 
Boy. There's a Dutch Boy 
finish specially blended for 
every painting need, inside 
or outside your home, and 
you can depend on it for 
long-lasting beauty. Choose 


yours today at— 


PAINT DEPARTMENT 
Main Store — Street Floor 


BUILDERS’ PAINT DEPARTMENT 
Opposite Main Store 
(Rear of State Theatre) 


EXCLUSIVE DEALER 


J. J. MOREAU & SON, INC 
MANCHESTER, N. H. 
Dial 4-4311 
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Belden Brick - Malvern Brick 
Metropolitan Brick - Claycraft Brick 
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с. R. SWANEY CO. 


@ Nash Engineering Co. 
€ Nationals Controls Inc. 


e C.H. Wheeler Mfg. Co. 
Economy Pump Div. 


е Carver Pump Co. 


P U M P 5 for Vacuum Heating 
Condensation, Boiler Feed, 
Sewage 
Hot and Cold Water 
and Process 


Temperature Controls 
Motorized Valves 


335 Newbury Street - Boston 15, Mass. 
KEnmore 6-5613 


H. H. ROBERTSON CO. 
BUILDING PRODUCTS 
Kenneth B. King, Agent 


Wolfeboro, N. H., Tel. 601 


Wall Panels 
Q-Floor 
Roof Deck 
Galbestos 


Available for immediate delivery 


ATLANTIC ROOFING 
and 
SKYLIGHT WORKS 
New England Distributors 


30 Park Ave., Arlington, Mass. 
Mission 8-6000 
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DURACRETE 


The President's Message 


All too frequently, and in practically every type of building low cost 
becomes the measure of quality and the only criteria by which a building 
is judged. Sadder still, and just as often, cheapness is traded in under the 
пате of economy. 


This seems true all over the nation, particularly in public buildings, 
with the result that the architect is often put in the position of providing 
buildings of lower and lower cost in the face of higher and higher building 
prices. This dilemma has produced some strange things and public build- 
ings too often have become monuments to a low tax rate. Is this the fault 
of what may in fact have been a skimpy budget? Or has the low budget 
scared the architect out of his architecture — or further, has the architect 
fallen into the trap of using low cost as the only measure of worth. 


It is true that everyone wants economy in building, architect and 
client alike, but it is also true that economy does not mean cheapness, and 
that true economy need not limit design. There are many examples of 
buildings that burst out of the straight jacket of cost — sure proof that 
a low budget need not limit good architecture, and while a tight budget 
cannot afford luxuries it can still provide a few niceties. The only in- 
gredient required for this is imagination; and to the imagination, cost 
certainly places no limits. 


ROOF BY THERRIEN 15 А GOOD ROOF 


3-6193 199 HAYWARD STREET MANCHESTER, N. Н. 


А.1.А. SUMMER MEETING 
HELD AT RYE BEACH 


More than 40 members and guests 
attended the summer meeting of New 
Hampshire Chapter, A.I.A., Thursday, 
August 21 at the Hotel Farragut, Rye 


Beach. Highlight of the outing was an 
old fashioned clambake, followed by 
dancing. 


President Nicholas Isaak presided at a 
short business meeting, following the 
meeting of the executive board. 

President Isaak called attention of the 
gathering that Mr. and Mrs. Stephen Р. 
Tracy were observing their silver wedding 
anniversary, and the Nashua couple was 
given an ovation by the group. 

W. Pope Barney, Е. А.І. A., of Phila- 
delphia, Pa., who has retired and is to 
reside in New Hampshire, was a guest of 
the state chapter. 


Horace Bradt was program chairman. 


Mitentioa! / 
ALL CONTRACTORS 


CALL US FOR 
ASPHALT UNDERLAYMENT 
MATERIAL (or fill) 


and Mastic Floors 
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OVERNIGHT SERVICE BY TRUCK 


BOSTON ASPHALT COMPANY 


80 FEDERAL STREET 
BOSTON 10, MASSACHUSETTS 
Telephone HAncock 6-1283 


SULLIVAN BECOMES CORPORATE MEMBE 


John D. Sullivan of Manchester recentl 
became a corporate member of N. 
Chapter, A.I. A. and received his mem 
bership pin from President Nicholas Isaa 
at the dinner meeting August 21 at th 
Hotel Farragut, Rye Beach. 

Sullivan has been associated with Joh 
D. Betley of Manchester for the pas| 
three years, and prior to that time ha 
worked in offices in Boston and Washin 
ton. 


PLAYGROUNDS 
INSTITUTIONS 
INDUSTRIES 
SCHOOLS 
HOMES 
• 
(ом cost 
fencing for 
every necd, 
erected at factory prices 


Weite for cutulog or for free estimate 


From Manchester, Concord, 
Nashua and Portsmouth, 
Call ENTERPRISE 8002 

(No charge for Enterprise calls) 
From all other telephones 


Call Raymond TWin Oaks 5-3300 


NEW HAMPSHIRE 
FENCE CO. Inc. 


ROUTE 101 


RAYMOND, NH 
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Sanel Industrial, Jne. |  DURASTONE FLEXICORE CORP. 


Distrebeelors of 
Construction Equipment and Supplies 


159 Зоџти Marn Srreer * Concorb, N.H 


Tex. CA 5-2726 


Sonneborn Building Materials 

Delta Power Tools 

DeWalt Radial Saws 

Schlueter Artic Boy Water Coolers 

Timken Bits 

Crosby Clips 

Aeroquip Hose & Couplings 

Vulcan Drill Steel & Pavement Breaking Floor and Roof Units 
Tools 

Laughlin Drop Forge Fittings Boston Office: 

Dixon Valves & Couplings 

Springs — New & Repaired 

Welding Supplies — Marquette, Victor Arlington, Mass. 
& Stulz-Sickles 

Complete Motor Rebuilding 

Kohler Electric Plants 

Complete stock of all sizes Machine HARRY С. A. ВЕНЕ, Sales Engineer 
Bolts & Cap Screws DONALD E. WILKINS 


Long Span Precast Concrete 


432 Massachusetts Avenue 


Phones: MIssion 3-7841 and MIssion 8-0494 


PALMER Steel Structures Designed 
Plumbing Supply Co. and Fabricated 


5 ove Architectural and Ornamental 
Wholesalers 


Iron 


Plumbing - Heating - Mill Supplies 


Distributors of 
WEIL-McLAIN BOILERS 
KOHLER ENAMELWARE 
PETRO OIL BURNERS 


“Sterl when vou want it" 


LYONS IRON WORKS, INC. 


ROCHESTER, LACONIA, N. H. 62 MAPLE ST. MANCHESTER, N. H. 


ORT. у 
PORTLAND, MI ан 


“Competent Engineering Serv 


PART ONE 


THE ARCHITECT: 
HIS PROFESSION AND TRAINING 


Architecture is the expression of a civilization through the medium 
of building. We are born in architecture and live most of our lives 
in it. Our cities are, in fact, architectural museums—reflecting in their 
skylines the use of materials, light and space. Schools, theaters, 
libraries, stores, swimming pools and gyms—every type of structure 
in our communities is the product of the Architect’s art and science. 
@ To most of the public, architecture means the home. And the job 
of the Architect means quite simply—the housing of a family so that 
it may live comfortably, conveniently, economically and with a cer- 
tain pride in possession. If the plan of that home fulfills its needs, if 
its construction embodies its plan, if its pattern and design conform 
to its construction and reflect its planning—then it is a good house 
and will serve its purpose as a good home for the family. 

@ But the work of the Architect is much broader than this; he also 
designs churches, warehouses, airports, zoos, hotels, laboratories, 
supermarkets, department stores, etc. Into all these the Architect 
projects more than the technicalities of his drawing board; he must 
keep in mind the needs of his client and the effects of his work on 
society. If he is designing a school he first consults with the educators 
to determine the specific needs and use of the school; if it is a large 
apartment he studies the movement of population and the relation 
between income and rent in that particular district; in planning a 
factory he must know all aspects of the product to be made there. 


Education of an Architect: The best preparation for architectural 
school is a well-rounded high school education: an academic course 
of study, with social studies and industrial art as electives and with 
as many courses in mathematics as possible. 

ө Professional training usually consists of a minimum of five years 
of study at an accredited school or college of architecture, plus at 
least three years of apprenticeship in an Architect’s office. Professional 
curriculum includes architectural design, materials and methods of 
construction, design theory, structural design, working drawings, 
specifications, graphics, freehand drawing, professional ethics, history 
of architecture. 

© After completing academic training, the first job is actually the 
apprenticeship lasting three or more years ( similar to a doctor's 
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internship), broadening technical knowledge while gaining practical 
experience. Jobs are likely to include tracing, lettering, “measuring 
up” for alterations, or other drafting jobs. Eventually the Architect 
opens his own office. 


@ Architects undertake planning and design of a wide variety of 
structures with these main types: 


Domestic: 
homes, apartment houses, club houses. 
INDUSTRIAL: 
factories, mills, lofts, warehouses, laboratories. 
COMMERCIAL: 
banks, hotels, restaurants, stores, office buildings, garages. 
INSTITUTIONAL: 
hospitals, asylums and sanatoria, libraries, museums, schools, col- 
leges, prisons, churches, dormitories. 
Ровис: 
post offices, police and fire stations, health centers, markets, court 
houses, custom houses, monuments. 
ASSEMBLY: 
auditoria, theatres, gymnasia, recreation buildings, swimming 
pools, stadia, skating rinks. 
TRANSPORTATION: 
air, bus and train terminals. 
Sire Prans: 
housing developments, industrial groups, town planning. 
Heavy ENGINEERING: 
consultation work on power houses, sewers, bridges, dams, etc. 
MISCELLANEOUS: 
modernization, alterations and remodeling of structures; survey 
for industry; interior designing; material research. 


Licensing: Since architecture involves public health and safety, all 
states and territories now require that an Architect be licensed or 
registered to practice. He must qualify and fully demonstrate his 
competence—just as young doctors must submit to examinations by 
their local medical boards. Usually the candidate for admission to 
examinations must be a graduate from an architectural school with 
three years of practical experience in an Architect’s office. As a sub- 
stitute for graduation from an architectural school most states accept 
longer periods of practical experience, usually a total of ten to twelve 
years. Many states also require graduation from high school as a 
necessary requisite for admission to the examination. 


@ Architects and their Institute, recognizing registration as a power- 
ful influence in raising standards of practice, have long taken a keen 
interest in the matter, and through a Standing Committee are ready 
to cooperate with the National Council of Architectural Registration 
Boards. Safeguards against inexperienced or otherwise incompetent 
practitioners have come about through continued efforts to maintain 
the practice of architecture upon the highest professional plane. 


(To be continued in October issue) 
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OVERHEAD DOOR COMPANY ERECTS NEW WAREHOUSE 


Ine, of space for the warehouse, and about 4,000 
Nashua, is now in the process of erecting square feet of floor space for the trucking 
a new warehouse and trucking area in the area. The company will then have up to 
Gate City, James D. Hardin, president of 75,000 square feet floor space. 
the company, has announced. When completed, Mr. Hardin said, the 
This new building will be an addition company will be in a position to extend 
to the existing plant, and will include and improve its manufacturing operations, 
approximately 10,000 square feet of floor as well as increase its handling facilities. 


Overhead Door Company, 


PLUMBING а HEATING 
SUPPLIES 


NEW EDAMUPSSUURS novemu sums 
Supply Company Nisi 


* 


40- 48 COMMERCIAL ST MANCHESTER. N. H. TEL.5-7881 
149 PLEASANT ST. CLAREMONT,N. H TEL. 2030 


E. S. BOULOS CO. 


ELECTRICAL ENGINEERS and CONTRACTORS 


1217 ELM STREET — MANCHESTER, N. H. — Tel. NAtional 3-8831 
P. 0. BOX 837 


21 CENTER STREET — PORTLAND, MAINE — Tel. SPruce 2-3706 
P. 0. BOX 860 


* Serving Northern New England since 1920" 


Color Styling 7 

Are you having trouble selecting colors and materials? 
Would you like help from an experienced, factory trained 

COLOR CONSULTANT? 

At no cost to you; call the expert on 
COLOROBOT COLOR STYLING 

RALPH KNOETTNER 

9 Woodbury Lane • Bedford, N. H. • NAtional 3-7942 
OR 


CLARK & STEARNS, INC. 


New Hampshire’s Leading Paint Distributors 
South Commercial Street Manchester NA 3-1402 


The $460,000 YMCA construction project in Keene is started by Ellis Robertson, presi- 
dent, center. Others, left to right, are Mayor Richard P. Gilbo, Henry M. Frechette, 
chairman of the building committee; Richard E. Bean, contractor, and John R. Holbrook, 
architect. (Abbott Studio.) 


A plus feature 
fo any modern 


home.... 


AN 
ALL - ELECTRIC 
KITCHEN 


A well planned all-electric kitchen is the plus that makes 
a home truly modern. Science and electric power have, at 
last, made today’s kitchen the biggest selling feature of the 
home. Plan for an all-electric house as you build . . . we'll be 
happy to help you with any problems. 


PUBLIC SERVICE COMPANY OF NEW HAMPSHIRE 


г Construction by the 
1 Company in New 


The story of Dial Exchange Buildi 
New England Telephone and Teleg 
Hampshire is depicted in renderings, 
descriptions, furnished by the following Architectural Firms. 


photos, plans, and 


ALFRED T. GRANGER ASSOCIATES, A.I. A. 
HANOVER, N. H. 


CARL E. PETERSON, A.I. A. 
MANCHESTER, N. H. 


MAURICE E. WITMER, A.I. A. 
PORTSMOUTH, N. H. 


E a” towers 


CONSTRUCTION: 


ГП FOOTINGS: Reinforced Concrete on Piles) 
FOUNDATION WALLS: Concrete: EXTERIOR 
WALLS: Face brick backed up with concrete 
blocks, metal furred, metal lathed and plastered; 
GROUND FLOOR INTERIOR PARTITIONS: 
Concrete Block. FIRST & SECOND FLOO 
INTERIOR PARTITIONS: Concrete Block, por 
tions plastered. BUSINESS OFFICE: Hollo 
wall partition system, metal lathed and plastered, 
TOILETS: Ceramic tile floors and cerami 
structural tile dadoes. EXTERIOR STONE; 
Face of main entrance and parts of Busines 
Office have limestone facing. STEPS, PLAT 
FORMS & DOOR SILLS: Granite. WINDO 
SILLS & ARCHITRAVES: Limestone. FLOO: 
& ROOF CONSTRUCTION: Reinforced concre 
with concrete spandrels, beams and columns. 
ROOF: Tar and Gravel, 20-year bond. FLASH 
ING: Copper. GRAVEL STOP: Lead-coate 
Copper. WINDOWS: Metal excepting Business 
Office which are wood. DOORS INSIDE: Flus 
hollow metal. DOORS OUTSIDE: Hollow metal 
STAIRS: Steel. CEILINGS: All concrete sla 
ceilings and surfaces painted excepting Operatin, 
Room, Lounge, Wire Chief, Local Test, Instruc: 
tion, Corridor, Lobby and Business Office, whic 
are covered with acoustical units. HEATING 
Vapor Steam. AIR CONDITIONING: Operatin| 
Room and Business office. PLUMBING: Standard 
ELECTRIC: Rigid Conduit. 


STEPHEN EXEL COMMERCIAL Electrical 
RESIDENTIAL 
PLANNING 
BLUEPRINTING Contractor 


PAINTING and DECORATING 
CONTRACTOR 


— for — 


Fitzwilliam, N. H. 
Tel. JUniper 5-7735 
Dial Exchange Building 
of the 
N. E. Telephone & Telegraph Co. 


Keene, N. H. 


v 
Painting Contractor 


Dial Exchange Building 


N. E. Telephone & Telegraph Co. 


Keene, N. H. PHILIP D. MORAN 


And Other Fine Buildings Keene, М. H. 


Th hout New Hampshi d Vermont " 

roughou w mpshire and Vermon 103 Winchester St. HEATING 
VENTILATING 
MACHINE ERECTING 


Tel. EL 2-2215 MILLWRIGHT WORK 
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VAMPCO Plumbing and Heating 


Ventilating 
at 
N. E. Telephone & Telegraph Co. 


Dial Exchange Building 
Keene, N. H. 


by 


RIVERS and HENRY 


ALUMINUM WINDOWS 
ALUMINUM DOORS 
CURTAIN WALLS 


GEORGE J. KEHAS 


. A. Ri T.A 

COMPANY о Rivers R. H. Henry 
Tel. NA 2-5068 KEENE N. H. 

30 Amherst St. Manchester, N. H. Rear 97 Main St. Tel. 2044 


(4 , 
Efficiency . . . 
Б . makes jobs roll along smoothly to an 
early completion . . . makes a tough job look 


Ch ДИМА 


Assures that the “Building Team"* achieves 
economy and rigid adherence to specifications. 


That's efficiency — and it is routine with The 
MacMillin Company. 


Builders of the Dial Exchange Building, Keene, N. H. 


The MacMILLIN COMPANY, INC. 
BUILDERS 
KEENE, N. H. 


CONSTRUCTION: 


FOOTING & FOUNDATION WALLS: Concrete. 
EXTERIOR WALLS: Waterstruck brick backed 
up with concrete block tile excepting rear wall 
which is cinder block. Portions of First and 
Second Floors are metal furred, metal lathed and 
plastered. INTERIOR PARTITIONS: Ground 
Floor, First and Second Floors, concrete block. 
TOILETS: Floors and Dadoes—Ceramic Tile. 
FLOOR COVERING: Asphalt Tile and linoleum. 
STEPS, PLATFORMS & DOOR SILLS: Granite. 
STAIRWELL ENTRANCE JAMBS & TRIM, 
WINDOW SILLS & PANELS: Limestone 


BUILDING | 


У TEL- CO- 


FLOOR & ROOF CONSTRUCTION: Reinforced 
concrete with concrete spandrels, beams and 
columns. ROOF: Tar and Gravel, 20-year bond. 
FLASHING: Copper. GRAVEL STOP: Lead- 
coated copper. WINDOWS: Metal. DOOR 
BUCKS & TRIM: Metal. DOORS, INSIDE: 
Flush hollow metal. DOORS, OUTSIDE: Flush 
hollow metal. STAIRS: Steel with terrazzo 
treads. CEILINGS: Concrete surface, painted 
excepting ceilings of Local Test Center, Operat- 
ing Rm. which are covered with acoustical units. 
HEATING: Vapor Steam with ventilating units. 
PLUMBING: Standard. ELECTRIC: Rigid Con- 
uit. 


Celotex Acoustical 


Products 


Office Partitions 


Insulrock Roof Deck 


by 


Pitcher & Company, Inc. 


67 Rogers St., Cambridge, Mass. 


Goffstown, N. H. HYacinth 7-2376 


Dial Exchange Building 
Nashua, N. H. 


Designed by: 
ALFRED T. GRANGER ASSOCIATES 
Hanover, N. H. 


Erected by: 
Harvey Construction Company 
Manchester, N. H. 


PAINTED BY: 


William A. LeFrancois 
Painting Contractor 
34 Swan Ауе. Dial 3-2862 
MANCHESTER, N. H. 


1662 Elm Street 


For 


Tel. NA 2-3745 


GENERAL CONTRACTOR 


DIAL EXCHANGE BUILDING 
New England Telephone & Telegraph Co. 
Nashua, N. H. 
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CONSTRUCTION: 


FOUNDATIONS & FOOTINGS: Concrete. 
EXTERIOR WALLS: Northeast and West, re- 
inforced concrete (designed for atomic bombing 
pressure) faced with water struck brick, metal 
furred, metal lathed and plastered on second 
floor. South wall from Ground Floor to Roof, 
combination Robertson metal floor & insulated 
wall panels. INTERIOR PARTITIONS: Ground 
Floor and portions of first and second floors, sand 
lime brick. Metal Hollow Wall & Plaster par- 
titions on Second Floor. Movable steel partitions 
on First Floor. TOILETS, MEN'S & WOMEN'S: 
Ceramic Tile floors and ceramic glazed structural 
tile walls. STEPS, PLATFORMS & DOOR 
SILLS: Granite. MAIN ENTRANCE, ENTAB- 
LATURE & MOTIF: Wood. FLOOR & ROOF 
CONSTRUCTION: Reinforced concrete with con- 
crete spandrels, beams and columns. ROOF: 
Tar and Gravel, 20-year bond. FLASHING: 
Copper. GRAVEL STOP: Lead-coated copper. 
WINDOWS: Metal. DOOR BUCKS & TRIM: 
Metal. DOORS, INSIDE: Flush hollow metal. 
DOORS, OUTSIDE: Main entrance doors, white 
pine. STAIRS: Steel. CEILINGS: Ground floor 
and portion of First Floor, concrete painted. 
Second Floor, Acoustical Tile. HEATING: 
Vapor Steam. AIR CONDITIONING: Operating 
Rooms, second floor. PLUMBING: Standard. 
ELECTRIC: Rigid Conduit. 


раді CENTRAL OFrice 


NEW ENGLAND TEL. + TEL. CO А ; 


Рожтумошти, Nh 


THE HALLER TESTING LABORATORIES 


Incorporated 


68 Laurel Street 
Watertown 72, Massachusetts 
Watertown 4-2321 


DENISON 


INC. 


141 Maple St. Box 286 3 
BURLINGTON, VT. у 


Testing Inspection 
Consultation 


for 
NEW ENGLAND TELEPHONE 
& TELEGRAPH CO. 


Controlled Concrete Inspection 


~ Serving the Twin State Area 


Yan = 


Welding Inspection 


Soil Borings and Load Tests 


Concrete Core Drilling 


New York, N. Y. Plainfield, N. J. 
New Haven, Conn. 


Commercial and Industrial Work 
330 Lincoln Street Dial NA 3-2273 


MANCHESTER, N. H. 


General Contractor 
FOR 
DIAL EXCHANGE BUILDING 
New England Telephone & Telegraph Co. 


AT 
Concord - Conway - Portsmouth 
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Dial Central Office Building, Conway, N. H. 
CONSTRUCTION: 
FOOTINGS & FOUNDATION WALLS: Con- 


crete. EXTERIOR WALLS: Face Brick backed 
up with concrete block excepting rear wall that 
is Tex-Dri Wall Masonry. INTERIOR PAR- 
TITIONS: Concrete Block. TOILETS: Ceramic 
Tile floors and salt-glazed tile walls. FLOORING: 
Asphalt Tile and Linoleum. STEPS, PLAT- 
FORMS & DOOR SILLS: Concrete. WINDOW 
SILLS, PANELS & ARCHITRAVES: Limestone. 
FLOOR & ROOF CONSTRUCTION: Reinforced 
concrete with concrete spandrels, beams and 


Central Office Building, Littleton, N. H. 


CONSTRUCTION: 


FOUNDATIONS & FOOTINGS: Concrete. 
EXTERIOR WALLS: Solid brick with air space. 
Outside brick, water struck, Inside brick, sand 
lime. First Floor, metal furred, metal lathed 
and plastered. GROUND FLOOR INTERIOR 
PARTITIONS: Terra Cotta Partition Tile plas- 
tered. TOILET FLOORS & DADOES: Ceramic 
Tile. FLOOR COVERING: Asphalt Tile and 
Linoleum. STEPS, PLATFORMS & DOOR 
SILLS: Granite. WINDOW SILLS & EN- 
TRANCE: Limestone. FLOOR & ROOF CON- 
STRUCTION: Reinforced concrete with beams 


bo 


columns. ROOF: Tar and gravel, 20-year bond. 
FLASHING: Copper. GRAVEL STOP: Lead- 
coated copper. WINDOWS: Metal. DOOR 
BUCKS & TRIM: Metal, Frame Combination. 
DOORS, INSIDE: Flush hollow metal. DOORS, 
OUTSIDE: Hollow metal. STAIRS: Steel. 
CEILINGS: All concrete slab ceilings and sur- 
faces painted excepting Office, Instruction Rm., 
Operating Room and Lounge-Dinette which are 
covered with acoustical units. HEATING: 
Vapor steam with ventilating units. ELECTRIC: 
Rigid Conduit. 


and columns fire-proofed. ROOF: Tar and 
Gravel, 20-year bond. FLASHING: Copper. 
GRAVEL STOP: Lead-coated copper. WIN- 
DOWS: Wood. DOOR BUCKS & TRIM: Wood. 
DOORS—INSIDE: Solid 5-ply flush veneered. 
DOORS— OUTSIDE: White Pine. STAIRS: 
Steel with terrazzo treads. CEILINGS: Ground 
Floor, concrete surface painted. First Floor — 
suspended, metal lathed and plastered excepting 
Operating Room which has acoustical tile. 
HEATING: Vapor Steam with ventilating units. 
PLUMBING: Standard. ELECTRIC: Rigid 
Conduit. 


LITTLETON N.H. 
CENTRAL OFFICE BUILDING 
NEW ENGLAND TEL &TEL.CO. 


ALFRED T. GRANGER ASSOCIATES INC. 
Аксттаста € neant 


HANOVER - № 


CARL E. PETERSON FIRST N. H. ARCHITECT ON DIAL CONSTRUCTION 


The firm of Carl E. Peterson, Architect 
started to design and alter buildings for 
the New England Telephone and Tele- 
graph Company in 1946. 

While working with the New England 
Telephone and Telegraph Company on 
their different projects, I have found the 
work interesting and educational. The 

nn 


One of the first projects assigned to 
this office in 1946 was to design three 
“K” or “Relay” Stations. These stations 
were located in Londonderry, Hooksett 
and East Concord, New Hampshire. The 


An Addition to the Franklin Telephone 
Exchange Building in Franklin, N. H. was 
also carried forward in 1946. It was 
designed to accommodate the new dial 


work requires extreme accuracy but I 
have found that the Boston Office of the 
company has always cooperated by supply- 
ing me with the necessary data, without 
which, I would have found it difficult to 
complete the complicated details ап 
architect is apt to encounter in buildings 


of this type. 


three buildings were designed in conven: 
tional colonial architecture. The construc. 
tion was cinder block walls with brick 
facings; concrete floor slab on fill and 
wood framed roof. 


equipment which the Telephone Company 
was installing in that area. The desigr 
of the new addition was dictated by the 
original building which was colonial. 


E o o un 


In 1947 this office was asked to design 
a new building in Lancaster, N. H. Al- 
though the building was designed as an 
office building, it was also to house the 


equipment for the change over to dial. 
The building was constructed throughout 
of first class fireproof masonry. 


The Addition to the Rochester Tele- 
hone Exchange was designed in 1948. It 
as designed primarily for the new dial 
ystem and to provide better luncheon 


facilities for the employees. The general 
design was more or less a copy of the 
existing construction. 
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The Dial Exchange Building in Concord, 
N. H. was designed in 1952. This building 
was planned to contain all the necessary 
dial equipment needed for that area. It 
was also planned for future growth and 
with this in mind, a third floor can be 
added. New additions can be added to two 
sides of the present building whenever 
necessary. It is of masonry construction, 
entirely fireproof throughout. 
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Ш COMPANY — митом s New MAMAS HIRE 


MAURICE t VITRE - $ iA,- wacwitetr ~ PORTSMOUTH, mW, 

PLAISTOW — This building will maintain no operators and provides only for the 
mechanical dialing equipment for this area as a sub-station to the Haverhill district 
with all mechanical equipment on the first floor. This building is entirely fireproof 
with reinforced concrete slab, and steel roof deck. The exterior walls are of Phila- 
delphia shale brick and limestone trim. 


Glass and Glazing R. O. FORTIN 


Construction Co. 
COMMERCIAL and RESIDENTIAL 
Dial Man. NA 2-6566 
So. Mammoth Rd., Londonderry, N. H. 


at 


N. E. Telephone & Telegraph Co. 
DIAL EXCHANGE BUILDINGS 


at 
LACONIA, PETERBOROUGH General Contractor 
and for 
PLAISTOW N. E. Telephone & Telegraph Co. 
Dial Exchange Building 
= Plaistow, N. H. 


TRUDEL GLASS CO. 


Tel, NA 3-9542 


WE ALSO DO: 
Compressor Work Excavation 
Trench Work Bulldozing 
Asphalt Paving 


449 Laydon St., Manchester, N. H. 
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LACONIA —This building is complete with basement, first, and second floors, to 


provide area for power, mechanical equipment, and operators’ facilities. It is con- 
structed of reinforced concrete foundations and reinforced concrete tee-beams and 
slab for floors with waterstruck brick, limestone, and granite trim on the exterior. 


W. M. Lisson => Son 


Building Construction 
Р. О. Вох 234 . LACONIA, М. Н. 


NORTHERN 


HEATING & PLUMBING C0., | 


A. C. TROMBLY, President 


Plumbing, Heating and Ventilation 
Contractors - Engineers 


Plumbing and Heating 


at 


N. E. Telephone & Telegraph Co. General Contractor 


Laconia, N. H. 


for 


Dial Exchange Building 


Serving Northern New Hampshire in Domestic, 


Commercial and Industrial Installations 


N. E. Telephone & Telegraph Co. 


17-21 Water St. Laconia, N. H. 


Laconia, N. H. 
Tel. Laconia 706 


CONNIE’S 
CEMENT FLOOR CO. 


J. “Connie” Griffith 


NESLO PARTITIONS 


at 


Dial Exchange Building 


Laconia, N. H. Suncook, N. H. Dial HU 5-9444 
Mova-wall Partitions 
Flush-metal Toilet Partitions CEMENT FLOORS 
at 


White Moveable Partitions 
Modernfold Doors 
Tectum Roof Deck 


Dial Exchange Building 


N. E. Telephone & Telegraph Co. 


Laconia, N. H. 
Monolithic * Granolithic * Metallic 


THE BADER COMPANY, INC. 
ACOUSTICAL and PARTITION 
CONTRACTORS 


Serving the Architects, 


699 Pine St. Route No. 8 
Burlington, Vt. Beck Road Contractors, and Engineers of 
Concord, N. H. 
130 Crescent St. 
Rutland, Vt. 431 Turner St. New England 


Auburn, Maine 


a two story building, with unexcavated basement area, 
s and cable vault. All other facilities for power, control, and 
It is constructed of reinforced concrete founda- 
rstruck brick, limestone, and 


PETERBOROUGH — This building 
which cares for only sanitary facil 
operators' room are on the first and second floor. 
tions and reinforced concrete tee-beams and slab for floors with wate 


granite trim on the exterior. 


DIAL EXCHANGE BUILDING AT PETERBOROUGH 


ANOTHER FINE BUILDING, 
- plus - 
Lancaster Exchange 
and 
Nashua Alterations 


by 


SWANBURG 
CONSTRUCTION CORP. 


Manchester, N. H. 


Lathing and Plastering R. C. Peabody Co., Inc. 


— at — 
TELEPHONE DIAL BUILDINGS 


in 


Plumbing @ Heating @ Sprinkler 


CONCORD, KEENE Contractors 
and 
PETERBOROUGH, Sales - Installation - Service 
New Hampshire 720 Union St. Dial 2-0824 


— by — 


P. Н. McGranahan 


Company, Inc. 


555 Valley St. Manchester, N. H. 
Dial 2-9373 


Manchester, N. H. 


Plumbing - Heating 


for 
N. E. Telephone & Telegraph Co. 
DIAL EXCHANGE BUILDINGS 
at 


Nashua, N. H. — Peterborough, N. H. 


LATHING 


by 
ECONOMY SYSTEM OF LATHING 
Manchester, N. H. 


MAURICE E WITMER АЛА 
ARCHITECT PORTSMOUTH, NH. 


DOVER — The building is complete with basement, first, and second floors to provide area for 
power, mechanical equipment, and operators’ facilities. The Dover job is a completely fireproof 
structure, reinforced concrete and waterproofed foundations, with reinforced concrete flat slab 
construction for first, second, and roof slab which is designed for a future third floor. The 
building is constructed of Pennsylvania shale brick, limestone, and granite, with brick interior 
stairwells and cinder block interior partitions. The rear exterior wall is designed as a knock-out 
wall for a future addition. The building was planned for future extensions both toward the 
rear and vertically over the second floor. Steel sash, steel door frames with solid core veneer 
doors were used throughout. The color scheme on the interior rooms were designed to give maxi- 
mum light reflection with pleasant tints according to light directional room and occupancy. 


M. B. Foster Electric Co. 
Telephone GEneva 6-5606 - 07 
69 Albany Street 


PORTSMOUTH, N. H. 


Electrical Contractor 


for 
Dial Exchange Building 
N. E. Telephone & Telegraph Co. 


Dover, N. H. 


ESTERN 
ATERPROOFING CO., INC. 


82 West Dedham St. 
Boston 18, Mass. 


COmmonwealth 6-4100 


€ WATERPROOFING 
@ DAMPPROOFING 


€ CAULKING 


at 

DIAL EXCHANGE BUILDINGS 

N. E. Telephone & Telegraph Co. 
in 

KEENE, N. H. — DOVER, N. H. 
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ROSSI BROS. COMPANY, INC. 


E. H. Porter Construction Co. 
GENERAL CONTRACTORS 


13 Wallis Street 
PEABODY, MASS. 


General Contractor 
for 
Dover, New Hampshire 
Dial Exchange Building 


N. E. Telephone & Telegraph Co. 


Sole Distributors of 
Kitledge Blue and Grey Granite 


E 


Diu 
19119. 


SUPPLIERS OF GRANITE FOR 
DIAL EXCHANGE BUILDINGS 
at 
DOVER, N.H. LACONIA, N. H. 
PETERBOROUGH, N. H. 


TELEPHONE 131 — OAK STREET 


MILFORD, NEW HAMPSHIRE 


LL Structural 


dr. Dae Concrete REFRIGERATION 
C Corporation oe tee 
Prestressed Concrete Products CONSULTANTS 


LAKEPORT, P. O. Box 132, LACONIA, N H. 


Telephone 2718 Complete Planning Service 


For Markets and Food Stores 
Special Industrial Refrigeration 
Complete Air Conditioning 
Hotel, Restaurant and 
Institutional Kitchens, 

Cafeterias, Dining Areas 

Cocktail Lounges 


HUMPHREYS, INC. 


180 No. Main Street - Concord, N. H. 


A Business Devoted To Those 
Who Serve Food 


Interior view of offices for Wescott Concrete 
& Structural Concrete Corporation. 23’ Pre- 
cast concrete double tee slabs provide an 
attractive, economical ceiling with fireproof 
construction. Supporting walls are reinforced 
concrete. 


Colonial Supply Corp. 
25 Union Street 
MANCHESTER, N. H. 


Plumbing - Heating - Mill Supplies 


D. H. McClarty Co. 

Heating and Plumbing 
JOHNSON 

OIL BURNERS 


THE FINEST IN HEAVY OIL 
BURNING EQUIPMENT 


BORG WARNER’S HYDRALINE 
Central 
System Air Conditioning 
HEATING — in Winter 
COOLING — in Summer 


Today's Trend In Building 


WE INVITE YOU TO VISIT THE 


LARGEST SHOWROOM IN NEW ENGLAND 57 McCauley St. Manchester, N. H 


Phone 5-8693 
WHOLESALE ONLY 


MANCHESTER SUPPLY 
COMPANY 


Railroad Square 
MANCHESTER, N. H. 


MONADNOCK 


Established 1890 


Joseph W. Epply, Pres. 
Wm. Hayes, Treas. 


RTHUR 


WHITCOMB 


Pioneer Wholesalers 


of 
725 Main St. Keene, N. H. Plumbing and Heating 
ELmwood 2-0101 Supplies 


“tailor-made” FIDELITY, SURETY 
and BURGLARY 4 


eer ay 
PEERLESS 


„тате Company | 


KEENE, NEW | HAMPSHIRE 
A MULTIPLE LINE COMPANY _ | 
1 


also writing: Reinsurances + 
Fire and Inland Marine • 
Casualty and Liability Lines © 
Accident and Health © Specialized 
Lines and Excess Covers 
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Build with Brick and Tile 
Face Brick - Facing Tile - Flue Lining 
Metal Specialties - Sewer Pipe 


NATCO 7 "S > 
anf 19 | 
LNG 


DENSMORE BRICK COMPANY 


Manufacturers and Distributors • Lebanon, New Hampshire 


Serving Northern 
New England 
and New York 
with Steel 
Products 


Our large steel fabrication 
plant can provide you with 
structural steel, longspan Aerial view of Vermont Structural Steel Cor 


trusses, ornamental iron and 2 Е А M T 
fabricated platework. Our LET US QUOTE ON YOUR REQUIREMENTS 


warehouse is kept stocked EUR eS ЕЕЕ 

with large inventories of STEEL 

steel and steel products in all VERMONT ST RUCTU RAL CORP 

sizes. Prompt delivery is | TE = 
t SY БРЕ ee 


our goal on all orders, large 
iver 07 FLYNN AVENUE 
or small. Plant and Warehouse Die! 4.9844 Burlington Ae RLINOTON: VT. 


